12/29/2015 Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 


Pipeline projects with 





‘ ‘ r as DEC-29-2015 
Pipeline and Processing Facilities : SAVED REPORTS | Length Greater than 1:37 PM 
20 Miles 
Pipeline projects with Length Greater than 20 Miles 
Holding Company or Parent Operating Company: Project Status Project Project Name: Length 
Organization: Type: (New 
Miles) 
AK (6 Pipeline projects) 
Energia Cura Fairbanks Pipeline Doubtful New Arctic Fox (Fairbanks Pipeline) 443 
Company 
Linc Energy Linc Energy On New Umiat Oil Field Pipeline 80 
Hold/Postponed 
Alaska Housing Finance Alaska Gasline On New Alaska Stand Alone Pipeline (ASAP) 737 
Corporation Development Hold/Postponed 
Corporation 
BP BP Under New Point Thomson Gas Field 22 
Construction 
NovaGold Resources Inc. Donlin Gold, LLC Advanced New Donlin Gold 312 
Development 
Alaska LNG Early New Alaska LNG (AKLNG) 800 
Development 
TOT 2,394 
AL (6 Pipeline projects) 
Southern Company Alabama Power Under New Gaston Natural Gas Pipeline 30 
Construction 
Spectra Energy Spectra Energy Advanced New Sabal Trail 515 
Development 
Williams Company Transcontinental Gas Early New Hillabee Expansion Project Phase 1 20 
Pipeline Company LLC Development 
Miller Energy Resources Early New Trans - Foreland Pipeline (TFPL) system 23 
Development 
Laclede Gas Alagasco On-going Replacement Alagasco Pipeline replacement program 850 
PRP 
Williams Company Transcontinental Gas Early New Hillabee Expansion Project Phase 2 and 3 24 
Pipeline Company LLC Development 
TOT 1,462 
Alberta (43 Pipeline projects) 
TransCanada Imperial Oil Early New Mackenzie Gas Project 758 
Development 
Enbridge Inc. Enbridge Income Fund Advanced New Northern Gateway Pipeline (westward 731 
Development crude for export) 
TransCanada TransCanada Advanced New Keystone XL 1,661 
Development 
Enhance Energy Inc. Enhance Energy Inc Early New Alberta Carbon Trunk Line 149 
Development 
Enbridge Inc. Enbridge Income Fund Early New Northern Gateway Pipeline (East flow 728 
Development Condensate) 
Kinder Morgan, Inc. Kinder Morgan Energy Early New Trans Mountain Pipeline Expansion Project 559 
Partners, L.P. Development (TMEP) 
Enbridge Inc. Enbridge Income Fund Under New Norlite Diluent Pipeline Project 267 
Construction 
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Enbridge Inc. 


Enbridge Inc. 


Pembina Pipeline Corporation 


TransCanada 


TransCanada 


TransCanada 


Enbridge Inc. 


Keyera Corp. 


TransCanada 


TransCanada 


TransCanada 


Access Pipeline 


Shell 


TransCanada 


Enbridge Inc. 


Enbridge Inc. 


Inter Pipeline Ltd 


Inter Pipeline Ltd 


Inter Pipeline Ltd 


TransCanada 


TransCanada 


TransCanada 


ATCO Group 


Eagle Spirit Energy Holdings Ltd 


Pembina Pipeline Corporation 


TransCanada 


TransCanada 


TransCanada 


Spectra Energy 
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Enbridge Income Fund 
Enbridge Income Fund 
Pembina Pipeline 


Corporation 


TransCanada 


TransCanada 


TransCanada 


Enbridge Income Fund 


Keyera Corp. 


NOVA Gas Transmission 


Ltd. 


Heartland Pipeline GP 
Ltd 


Grand Rapids General 
Partners 


Shell 


ATCO Pipeline 


Enbridge Income Fund 


Inter Pipeline Ltd 
Inter Pipeline Ltd 
Inter Pipeline Ltd 
Nova Gas Transmission 


Ltd. 


NOVA Gas Transmission 
Ltd. 


NOVA Gas Transmission 
Ltd. 


ATCO Pipeline 


Pembina Pipeline 
Corporation 


Nova Gas Transmission 
Ltd. 


Nova Gas Transmission 
Ltd. 


Nova Gas Transmission 
Ltd. 


Partial 
Operations 


Under 
Construction 


Partial 
Operations 


Under 
Construction 


Under 
Construction 


Early 
Development 


Advanced 
Development 


Partial 
Operations 


Advanced 
Development 


On 


Hold/Postponed 


Advanced 
Development 


Under 
Construction 


Under 
Construction 


Advanced 
Development 


Advanced 
Development 


Advanced 
Development 


Under 
Construction 


Under 
Construction 


Partial 
Operations 


Early 
Development 


Early 
Development 


Early 
Development 


On-going 
Early 
Development 


Advanced 
Development 


Early 
Development 


Early 
Development 


Early 
Development 


Advanced 


Expansion 


New 


New and 


Expansion 


New 


New 


New 


New 


New 


New 


New 


New 


New 


New 


Replace and 


relocate 


New 


Replacement 


New 


New 


New 


Decomission 


Expansion 


New 


Replace and 


relocate 


New 


New 


Expansion 


Expansion 


Expansion 


Expansion 
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Woodland Pipeline Extension Project 


Athabasca Pipeline Twinning Project 


Resthaven Gas Plant 


Northern Courier Pipeline 


Grand Rapids Pipeline & Keyera extension 


Energy East Pipeline: Canadian Mainline 


Conversion 


JACOS Project 
Northwest Wapiti Loop 
Wolverine River Lateral Loop (Carmon 


Creek) 


Heartland Pipeline Project 

Stony Mountain Pipeline 

Northeast Expansion 

Quest Carbon Capture and Storage (CCS) 


Project 


Edmonton Urban Pipeline Replacement 
PRP 


Wood Buffalo Pipeline Extension 
Enbridge Line 3 Replacement (L3R) 
Program 


Cold Lake Pipeline System - Narrows Lake 
Connection 


Cold Lake Pipeline System - South Leg 
Mainline Twinning 


Polaris Pipeline System - Edmonton 
Extension 


Peace River Mainline Decommissioning 
Towerbirch Expansion Project 

Liege Lateral Loop No.2 (Thornbury 
Section) 

Calgary Urban Pipeline Replacement PRP 
Eagle Spirit pipeline 

Pembina Wapiti to Kakwa 

Grande Prairie Mainline Loop 2 —- McLeod 
River Section 

Liege Lateral Loop 2 — Pelican Lake Section 
Northwest Mainline Loop - Boundary Lake 


Section 


Express Pipeline Terminal & Storage 


228 


62 


27 


56 


310 


2,734 


31 


56 


38 


125 


124 


185 


30 


47 


285 


1,031 


53 


149 


31 


165 


60 


23 


47 


1,000 


43 


22 


35 


56 


785 
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TransCanada 


Meritage Midstream 


Meritage Midstream 


Spectra Energy 


TransCanada 


TransCanada 


TransCanada 


TOT 


AR (1 Pipeline Project) 


Magellan Midstream Partners 


TOT 


AZ (3 Pipeline projects) 


Sempra Energy 


Kinder Morgan, Inc. 


Utah State Board of Water 


Resources 


TOT 


Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 


NOVA Gas Transmission 
Ltd. 


Meritage Midstream 
Services III, LP 


Meritage Midstream 
Services III, LP 


TransCanada 
NOVA Gas Transmission 
Ltd. 


NOVA Gas Transmission 
Ltd. 


Magellan Midstream 
Partners 


Sempra Energy 
Kinder Morgan Energy 
Partners, L.P. 


Department of Natural 
Resources 


British Columbia (18 Pipeline projects) 


AltaGas Ltd. 


Chevron Corp. 


TransCanada 


TransCanada 


Fortis Inc. 


Kitimat Clean Ltd. 


Fortis Inc. 


Spectra Energy 


PETRONAS 


TransCanada 


TransCanada 


TransCanada 


Pacific Northern Gas 
Woodside Petroleum Ltd 
TransCanada 

Coastal GasLink 
Pipeline Ltd. 


FortisBC Inc. 
Kitimat Clean Ltd. 


FortisBC Inc. 
Spectra Energy 
Pacific NorthWest LNG 


Ltd. 


NOVA Gas Transmission 
Ltd. 


Nova Gas Transmission 
Ltd. 


Nova Gas Transmission 
Ltd. 


Development 


Early 
Development 


Under 
Construction 


Under 
Construction 


Early 
Development 


Advanced 
Development 


Early 
Development 


Early 
Development 


Advanced 
Development 


Partial 
Operations 


On 


Hold/Postponed 


Early 
Development 


Advanced 
Development 


Advanced 
Development 


Advanced 
Development 


Advanced 
Development 


Doubtful 


Early 
Development 


Early 
Development 


Early 
Development 


Under 
Construction 


Early 
Development 


Advanced 
Development 


Advanced 
Development 


New 


New 


New 


New 


New 


New and 
Expansion 


Conversion 


New 


New 


New 


New 


New 


New 


New 


New 


New 


New 


New 


New 


New 


New 


New 
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enhancements 


South Kirby Expansion Project 

Meritage III Alberta gas gathering and 
processing system 

Meritage III Alberta crude gathering pipeline 
Synergy Pipeline 

Cutbank River Lateral Loop No. 2 (Pinto 
Creek Section) 


Groundbirch Mainline Loop 


2018 NGTL Expansion Program 


Little Rock Pipeline (Ozark Pipeline 
Conversion) 


Sonora Pipeline Phase | and Il 


Lobos Pipeline 


Lake Powell Pipeline Project 


Pacific Northern Gas (PNG) Looping 
Project, formerly "KSL Pipeline Project" 
Pacific Trail Pipeline 

Prince Rupert Gas Transmission Pipeline 


Coastal GasLink Pipeline Project 


Kingsvale to Oliver Reinforcement Project 


Kitimat Clean Oil Refinery 

Eagle Mountain - Woodfibre Pipeline 
Westcoast Connector Gas Transmission 
Project 

Pacific NorthWest LNG, Lelu Island 
Merrick Mainline Project 

North Montney Mainline (Aitken Creek 


Section) 


North Montney Mainline (Kahta Sections) 


26 


42 


37 


250 


20 


34 


55 


13,156 


38 


38 


310 


213 


158 


681 


326 


298 


466 


415 


100 
25 


32 


528 


560 


161 


112 


74 
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Pembina Pipeline Corporation 
Kitsault Energy 

Canada Stewart Energy Group Ltd. 
Spectra Energy 

Spectra Energy 

TransCanada 


TOT 


CA (7 Pipeline projects) 


Berkshire Hathaway 


Kinder Morgan, Inc. 


Kinder Morgan, Inc. 

Sempra Energy 

Sempra Energy 

Cadiz Inc. 

American Water Works Company, 


INC 
TOT 


Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 


Plateau Pipe Line Ltd. 


NOVA Gas Transmission 
Ltd. 


Kern River Gas 
Transmission Company 


CalNev Pipeline, LLC 


Kinder Morgan Energy 
Partners, L.P. 


Southern California Gas 
Company 


Southern California Gas 
Company 


California American 
Water 


Chihuahua (4 Pipeline projects) 


TransCanada 

Sempra Energy 

Comision Federal de Electricidad 
Pemex 


TOT 


CO (16 Pipeline projects) 


Wyco Power and Water 
Xcel Energy 


Energy Corporation of America 
Kinder Morgan, Inc. 

NGL Energy Partners 

Saddle Butte Pipeline, LLC 
Xcel Energy 


Magellan Midstream Partners 


Transportadora de Gas 
Natural del Noroeste 


IEnova 


Comision Federal de 
Electricidad 


Xcel Energy Inc. 


Colorado Interstate Gas 
Company 


Kinder Morgan Energy 
Partners, L.P. 


Grand Mesa Pipeline 


Public Service Company 
of Colorado 


Magellan Midstream 


Advanced 
Development 


Early 
Development 


Early 
Development 


Early 
Development 


Early 
Development 


Early 
Development 


On 


Hold/Postponed 


Unknown 


Early 
Development 


Early 
Development 


On-going 
Early 
Development 


Early 
Development 


Under 
Construction 


Under 
Construction 


Early 
Development 


Advanced 
Development 


Doubtful 
On-going 
Doubtful 


On 


Hold/Postponed 


Advanced 
Development 


Early 
Development 


On-going 


Advanced 


Expansion 


New 


New 


New 


New 


New 


New 


Expansion 


Conversion 


New 


Replacement 


New 


New 


New 


New 


New 


New 


New 
Replacement 


New 


Expansion 


New 


New 


Replacement 


New 
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Plateau Pipeline (Northeast BC Expansion) 


Kitsault LNG Pipeline & Floating Terminal 


Canada Stewart Energy LNG 


High Pine Project 


Jackfish Lake 


Tower Lake Section 


Hidden Hills Transmission Project 


Calnev Pipeline Expansion Project 


KM Freedom Pipeline 

North - South Project 

So Cal Pipeline Safety Enhancement Plan 
(PRP) 


Cadiz Project 


Monterey Peninsula Water Supply Project 


Topolobampo Line 


Encino-La Laguna 


Samalayuca — Sasabe 


Ojinaga - El Encino Pipeline 


Flaming Gorge Pipeline 

West Main Replacement (Colorado) PRP 
Leader One Gas Storage Project 

Cortez Pipeline Expansion and CO2 
Network Expansion 


Grand Mesa Pipeline 
Rockies South Pipeline 
Accelerated Gas Main Replacement 


Program, Colorado PRP 
Saddlehorn Pipeline 


99 


80 


497 


24 


60 


20 


3,877 


36 


233 
1,038 


65 


1,500 


43 


22 


2,937 


329 


263 


328 


127 


1,047 


500 
80 
23 


64 


558 


600 


600 


558 
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Rimrock Midstream, LLC 
Magellan Midstream Partners 
Spectra Energy 

Tallgrass Energy 

Water Infrastructure and Supply 


Efficiency Partnership 


Colorado Springs, City of 
City of Thorton, CO 
Magellan Midstream Partners 


TOT 


CT (1 Pipeline Project) 


TransCanada 


TOT 


FL (1 Pipeline Project) 


Nextera Energy 


TOT 


GA (2 Pipeline projects) 


Williams Company 
AGL Resources 


TOT 


IL (10 Pipeline projects) 


FutureGen Allliance 
Enbridge Inc. 

Energy Transfer Partners 
Enbridge Inc. 

AGL Resources 
Tallgrass Energy 


Ameren 


Energy Transfer Partners 
Wisconsin Energy 


Enterprise Products Partners, LLC 


Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 


Partners 


Rimrock Midstream, 
LLC 


Saddlehorn Pipeline 
Company, LLC 


DCP Midstream 


Colorado Springs 
Utilities 


Magellan Midstream 
Partners 


Iroquois Pipeline 
Operating Company 


Florida Southeast 
Connection, LLC 


Williams Gas Pipeline 
Company, LLC 


Atlanta Gas Light 
Company 


Enbridge Energy 
Partners, L.P. 


Energy Transfer 
Partners, L.P. 


Enbridge Energy 
Partners, L.P. 


NICOR 


Ameren Illinois 


Energy Transfer Crude 


Oil Company, LLC 


Peoples Gas 


Development 


Early 
Development 


Advanced 
Development 


Under 
Construction 


Under 
Construction 


Advanced 
Development 


Under 
Construction 


Conceptual 


Under 
Construction 


Early 
Development 


Early 
Development 


Early 
Development 


On-going 


Under 
Construction 


Under 
Construction 


Advanced 
Development 


Under 
Construction 


On-going 


On 


Hold/Postponed 


On-going 


Early 
Development 


On-going 


Early 


New 


Expansion 


New 


New 


New 


Existing 
(major 
projects) 


New 


New 


New 


New 


New 


Replacement 


New and 
Upgrades 
Expansion 
Conversion 
New 
Replacement 
New 
Replacement 
New and 
Conversion 


Replacement 


New 
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Platte River gathering system 

Saddlehorn Pipeline Extension 

Grand Parkway Gathering System 
Northeast Colorado Lateral Expansion 
Prairie Waters to East Cherry Creek Village 


pipeline 


Southern Delivery System (SDS) project 


Fort Collins to Thorton (unofficial name) 


Saddlehorn to Grand Mesa 


Eastern Long Island Project 


Florida Southeast Connection Pipeline 


Dalton Lateral Expansion 


Atlanta Integrated Vintage Plastic 
Replacement Program PRP 


FutureGen 
Southern Access "SAX" (Line 61) 
Trunkline Conversion (Eastern Gulf Crude 


Access Pipeline) 


Line 78 Pipeline Project, aka Chicago 
Connectivity Project 


Nicor Illinois Gas System Improvement 
Initiative PRP 


Prairie State Pipeline 


Ameren Illinois Gas Mains Replacement 
Eastern Gulf Crude Access Pipeline 
Chicago Gas Pipeline Replacement 
Program PRP 


Marcellus Propane Takeaway Project 


220 


50 


27 


100 


22 


62 


65 


500 


4,029 


32 


32 


126 


126 


106 


750 


856 


30 


165 


40 


156 


961 


140 


400 
200 


2,000 


150 
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TOT 


IN (3 Pipeline projects) 


Vectren 


Enbridge Inc. 
Boardwalk Pipeline Partners, LP 


TOT 


KS (1 Pipeline Project) 


SemGroup Corp 


TOT 


KY (6 Pipeline projects) 


Orbit Gas Storage Inc 

Columbia Pipeline Group 
Clarksville Gas & Water 
Columbia Pipeline Group 

PPL Corp. 

Boardwalk Pipeline Partners, LP 


TOT 


LA (12 Pipeline projects) 


Enbridge Inc. 

Spectra Energy 

Columbia Pipeline Group 
EnLink Midstream Partners LP 
Fairwood Peninsula LLC 
SemGroup Corp 


Colonial Pipeline Co. 


Sempra Energy 
American Midstream Partners 
Entergy 


Venture Global Partners, LLC 
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Vectren 


Vector Pipeline 


Texas Gas Tranmission 


Rose Rock Midstream, 
LP 


Orbit Gas Storage Inc 
Columbia Pipeline 
Group 

Clarksville Gas & Water 
Columbia Pipeline 
Group 


Louisville Gas and 
Electric 


Texas Gas Tranmission 


Enbridge Inc. 
Spectra Energy 
Columbia Pipeline 


Group 


Ascension Pipeline 
Company, LLC 


Delfin LNG LLC 


SemGroup 


Shell Midstream 
Partners 


Sempra U.S. Gas & 
Power 


American Midstream 
Partners, LP 


Entergy Gulf States 
Louisiana 


Venture Global 
Calcasieu Pass 


Development 


On-going 


Early 
Development 


Advanced 
Development 


Early 
Development 


On 
Hold/Postponed 


On-going 
Advanced 
Development 


Early 
Development 


On-going 


Early 
Development 


Under 
Construction 


On 
Hold/Postponed 


Advanced 
Development 


Early 
Development 


Advanced 
Development 


Under 
Construction 


Temporary 
Shutdown 


Under 
Construction 


Early 
Development 


On-going 


Early 
Development 


Replacement 


New 


New 


New 


Conversion 


Replacement 


New 


Replacement 


Replacement 


New 


New 


New 


New 


New 


New 


New 


Existing 
(major 
projects) 
New 
New 


Replacement 


New 
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Vectren Pipeine Replacement Project PRP 


Vector Pipeline Mainline Expansion Project 


(It!) 


Southern Indiana Market Lateral 


Isabel pipeline 


Kentucky Energy Hub Project 


Modernization Program 


Clarksville Interconnect Pipeline 


E - Systems Project 


LG&E Legacy pipeline replacement PRP 


Western Kentucky Market Lateral Project 


Heidelberg Lateral Pipeline 

South Louisiana Expansion ("SOLA") 
Project 

Cameron Access Project 

Cajun - Sibon Extension "Ascension 
Pipeline" 

Delfin LNG Deepwater Port Project 
Gulf Coast Pipeline Project (Maurepas 
Pipelines) 


Bengal Pipeline System 


Cameron Pipeline Expansion 


Natchez Pipeline 


Baton Rouge Natural Gas Infrastructure 


Replacement Program 


TransCameron Pipeline 


4,242 


1,100 
54 


30 


1,184 


48 


48 


22 


400 


23 


23 


540 


23 


1,031 


34 


35 


34 


30 


30 


102 


158 


21 


52 


100 


43 
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Phillips 66 Energy Transfer 


Partners, L.P. 
TOT 
MA (2 Pipeline projects) 


Columbia Gas of 
Massachusetts 


Noble Environmental Power / JP 
Morgan Partners Fund / CCMP. 


Spectra Energy Algonquin Gas 


Transmission, LLC 


TOT 


MD (1 Pipeline Project) 


Columbia Pipeline Group Columbia Pipeline 


Group 
TOT 
ME (3 Pipeline projects) 


Kestrel Energy Partners LLC Downeast Pipeline, LLC 


Unitil Unitil 


Summit Natural Gas of 
Maine, Inc. 


Loring Holdings, LLC 


TOT 


Mexico (3 Pipeline projects) 


TransCanada Transportadora de Gas 
Natural del Noroeste 

Pemex Pemex 

Sempra Energy IEnova 

TOT 


MI (1 Pipeline Project) 


Wolverine Pipe Line Company Wolverine Pipe Line 


Company 
TOT 
MN (1 Pipeline Project) 


Centerpoint Energy Enable Midstream 


TOT 


MO (2 Pipeline projects) 


Laclede Gas 


Northwest Wholesale Water 
Commission 


TOT 
MS (2 Pipeline projects) 


Southern Company 


Atmos Energy Atmos Energy 


Under 
Construction 


On-going 


Early 
Development 


Under 
Construction 


Advanced 
Development 


Under 
Construction 


Partial 
Operations 


Under 
Construction 


Early 
Development 


Under 
Construction 


Early 
Development 


On-going 


On-going 


On 
Hold/Postponed 


Under 
Construction 


Advanced 


New 


Replacement 


New 


Expansion 


New 


Upgrade 


Conversion 


New 


New 


New 


New 


Replacement 


Replacement 


New 


New 


New and 
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Bayou Bridge Pipeline Phase 2 


Massachusetts Priority Pipe Replacement 
Plan PRP 


West Boylston Lateral 


Line MB Pipeline 


Downeast LNG 


Natural Gas SURE Project 


Loring Pipeline Conversion 


Mazatlan Pipeline 


Mexico to Guatemala Pipeline 


Ethane Pipeline 


Detroit Metro Access Project 


Minnesota Belt Line Pipeline replacement 
program (PRP) 


Missouri Pipeline Replacement PRP 


Cameron Water Pipeline 


Kemper Project 


Meridian Growth Project (Phase 1-3) 


150 


789 


1,350 


27 


1,377 


21 


21 


30 


105 


189 


323 


257 


370 


140 


767 


35 


35 


61 


61 


725 
36 


761 


55 


23 
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TOT 


MT (3 Pipeline projects) 


TransCanada 
Denbury Resources Inc. 
True Cos. 


TOT 


NC (1 Pipeline Project) 


SCANA 


TOT 


ND (19 Pipeline projects) 


BakkenLink Pipeline, LLC 
Enbridge Inc. 

MDU Resources Group Inc. 
MDU Resources Group Inc. 
Global Partners LP 

Energy Transfer Partners 
ONEOK 

Kinder Morgan, Inc. 
TransCanada 

Phillips 66 

ONEOK 

BakkenLink Pipeline, LLC 
TransCanada 

Pembina Pipeline Corporation 
Hess Corp. 

Hess Corp. 

Energy Capital Partners, LLC 
Enable Midstream Partners, LP 


Oaktree Capital Management 
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TransCanada 


Bridger Pipeline LLC 


Public Service Company 
of North Carolina 


BakkenLink Pipeline, 
LLC 


North Dakota Pipeline 
Company LLC (NDPC) 


WBI Energy Inc. 


WBI Energy Inc. 


Meadowlark Midstream 
Company LLC 


Energy Transfer 
Partners, L.P. 


ONEOK 
Hiland Operating, LLC 
TransCanada Northern 


Border Inc. 


Sacagawea Pipeline 
Company 


ONEOK 


BakkenLink Pipeline, 
LLC 


Vantage Pipeline 
Hess North Dakota 
Pipelines, LLC 


Hess North Dakota 
Pipelines, LLC 


Bison Midstream, LLC 


NorthStar Midstream 


Development 


Early 
Development 


Early 
Development 


Under 
Construction 


Early 
Development 


Partial 
Operations 


Advanced 
Development 


On 
Hold/Postponed 


Early 
Development 


Under 
Construction 


Advanced 
Development 


Early 
Development 


Advanced 
Development 


Early 
Development 


Advanced 
Development 


On 
Hold/Postponed 


Early 
Development 


Early 
Development 


Advanced 
Development 


Advanced 
Development 


Early 
Development 


Under 
Construction 


Partial 
Operations 


Early 
Development 


Upgrades 


New 


Upgrade 


Upgrade 


Expansion 


New 


New 


New 


New 


New 


New 


New 


Conversion 


New 


New 


New 


New 


New 


Expansion 


New 


Conversion 


New 


New 


New 
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Bakken Marketlink Pipeline 


Bell Creek - Cedar Creek Anticline 


Poplar Pipeline Rebuild 


Asheville pipeline expansion 


BakkenLink Pipeline 


Sandpiper Pipeline 


Dakota Pipeline 


Wind Ridge Pipeline Project 


Crude-gathering pipeline projects 


Dakota Access 


Bear Creek 


Hiland Bakken Gathering Pipeline 


conversion 


Bakken Header Supply Lateral Project 


Sacagawea Pipeline 


Demicks Lake LNG facility & lateral 


Dry Creek to Beaver Lodge Pipeline 


Upland Pipeline 


West Spur Lateral (Vantage Ethane Pipeline 


Expansion) 


Hawkeye crude Pipeline Project 


Hawkeye NGL Pipeline Project 


Global Stampede Pipeline 


Nesson Gathering System 


NST Express Pipeline 


78 


305 


130 


60 


495 


26 


26 


132 


608 


375 


95 


287 


1,134 


38 


197 


64 


76 


22 


37 


240 


47 


23 


20 


46 


160 


23 
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TOT 


NH (1 Pipeline Project) 


TransCanada 


TOT 


NJ (5 Pipeline projects) 


SJ Industries 

Spectra Energy 

Public Service Enterprise Group 
New Jersey Resources 

AGL Resources 


TOT 


NM (10 Pipeline projects) 


Paso Norte Pipeline 

Frontier Energy Services, LLC 
Spectra Energy 

Western Refining, Inc 

Enterprise Products Partners, LLC 
Saddle Butte Pipeline, LLC 
Enterprise Products Partners, LLC 
EnCap Investments L.P. 

Eastern New Mexico Water Utility 
Authority 


Navitas Midstream Partners, LLC 


TOT 


Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 


Portland Natural Gas 
Transmission System 


Algonquin Gas 
Transmissions 


PSE&G 


New Jersey Natural Gas 


Elizabethtown Gas 


Paso Norte Pipeline 


Alpha Crude Connector, 
LLC 


DCP Midstream 


Enterprise Products 
Partners, LLC 


Saddle Butte Pipeline, 
LLC 


Enterprise Natural Gas 
Pipeline 


Rangeland Energy, LLC 


Ute Water Commission 


Navitas Midstream New 
Mexico, LLC 


Nova Scotia (1 Pipeline Project) 


Liquefied Natural Gas Limited 


TOT 


Bear Head LNG 


Nuevo Leon (2 Pipeline projects) 


Comision Federal de Electricidad 


Sempra Energy 


TOT 


IEnova 


On 


Hold/Postponed 


Advanced 
Development 


Early 
Development 


Advanced 
Development 


Early 
Development 


On-going 


Advanced 
Development 


Under 
Construction 


Under 
Construction 


Under 
Construction 


Under 
Construction 


Early 
Development 


On 


Hold/Postponed 


Early 
Development 


Under 
Construction 


Early 
Development 


Early 
Development 


Early 
Development 


Under 
Construction 


New and 
Expansion 


New 


Expansion 


Replacement 


New 


Replacement 


New 


New 


New 


Reversal 


New 


New 


Expansion 


New 


New 


New 


New 


New 


New 
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Continent to Coast Expansion Project 
(C2C) 


B.L. England Power Plant Pipeline 
(Pinelands) 


Access Northeast Project 


Gas System Modernization Program Phase 


1 
Southern Reliability Link 


Elizabethtown Gas Pipeline Replacement 


Program (PRP) 


Paso Norte Pipeline Project 


Alpha Crude Connector 


Lea County Lateral Pipeline Project 


Tex - New Mex reversal and extension 


Enterprise South Eddy NG Processing 
Plant 


Piñon Pipeline - San Juan Basin gathering 


system 


NMT Pipeline 


RIO Pipeline 


Ute Lake Pipeline Project 


Delaware Basin Natural Gas Cryogenic 
Processing Plant and Pipeline Project 


Bear Head LNG 


Colombia - Escobedo Gas Pipeline 


Los Ramones II Norte (North) 


3,624 


147 


147 


22 


123 


550 


30 


100 


825 


440 


400 


66 


70 


166 


140 


98 


134 


87 


44 


1,645 


35 


35 


155 


280 


435 


9/18 


12/29/2015 
NV (4 Pipeline projects) 


Great Basin Energy Development, 


LLC 


Southwest Gas Corporation 


Southern Nevada Water Authority 


City of Las Vegas 
TOT 


NY (6 Pipeline projects) 


Columbia Pipeline Group 


Spectra Energy 


Millennium Pipeline Co 


Pilgrim Pipeline Holdings, LLC 


Enbridge Inc. 


National Fuel Gas 


TOT 


OH (21 Pipeline projects) 


Dominion Resources 


Columbia Pipeline Group 


Spectra Energy 


Dominion Resources 


NRG Energy, Inc. 


Energy Transfer Partners 


Marathon Petroleum 


Kinder Morgan, Inc. 


Energy Transfer Partners 


Williams Company 


EnLink Midstream Partners LP 


Columbia Pipeline Group 


Williams Company 


TransCanada 


Somerset Gas Transmission 


Company, LLC 


Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 


Great Basin Energy 
Development, LLC 


Paiute Pipeline 
Company 


NiSource Gas 
Transmission & Storage 


Algonquin Gas 
Transmission, LLC 


Millennium Pipeline Co 


United Refining Co. 


Empire Pipeline Inc. 


Dominion Resources 
Columbia Pipeline 
Group 


Nexus Gas Transmision 


Blue Racer Midstream 


NRG Energy, Inc. 


PVR Partners, LP 
Marathon Pipe Line LLC 


Kinder Morgan Energy 
Partners, L.P. 


ET Rover Pipeline 
Company LLC 


Williams Partners 
EnLink Midstream LLC 
Columbia Pipeline 


Group 


Transcontinental Gas 
Pipeline Company LLC 


ANR Pipeline Company 


North Coast Gas 
Transmission 


On 
Hold/Postponed 


Under 
Construction 


Early 
Development 


Conceptual 


Unknown 


Under 
Construction 


On 
Hold/Postponed 


Early 
Development 


Early 
Development 


Early 
Development 


On-going 


Unknown 


Advanced 
Development 


On 
Hold/Postponed 


Early 
Development 


Doubtful 


Early 
Development 


Early 
Development 


Advanced 
Development 


Under 
Construction 


On 
Hold/Postponed 


Early 
Development 


Conceptual 


Early 
Development 


Advanced 
Development 


New 


New 


New 


New 


Expansion 


New 


Expansion 


New 


Upgrade 


New 


Replacement 
New 

New 

New and 
Conversion 


New 


New 


New 


New 


New 


New 


Expansion 


New 


New 


New 


New 
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Great Basin Energy Project 


Paiute - Elko lateral 


SNWA Clark, Lincoln, and White Pine 
Counties Groundwater Development 
Project 


Las Vegas to Apex Industrial Park 


Pennstar Pipeline 

Algonquin Incremental Market (AIM) Project 
ie - South Il Capacity Expansion (NS - 
Pilgrim Pipeline 


Line 10 upgrade 


Northern Access 2016 


Dominion East Ohio Pipeline Infrastructure 
Replacement Program 


QuickLink Project 


NEXUS Gas Transmission System 


Blue Racer Petersburg Gas Project 


Avon Lake Generating Station Conversion 
Pipeline 

Jefferson County Pipeline 

Cornerstone Pipeline 

Utica to Ontario Pipeline Access ( Utopia ) 


East 


Rover Pipeline 

Utica East Ohio (UEO) complex expansion 
ORV (Ohio River Valley) Condensate 
Pipeline 

Leach XPress 

Appalachian Connector (formerly called 
Western Marcellus) 


ANR East Pipeline Project 


Oregon Lateral 


125 


35 


263 


25 


448 


125 


53 


60 


178 


22 


100 


538 


5,500 


90 


255 


125 


20 


45 
50 


240 


713 


50 


45 


160 


300 


235 


22 


10/18 


12/29/2015 


Summit Midstream Partners, LLC 
Spectra Energy 

Kinder Morgan, Inc. 

Energy Transfer Partners 

Rice Energy 

Markwest Energy Partners LP 


TOT 


OK (11 Pipeline projects) 


Enable Midstream Partners, LP 
EnCap Investments L.P. 

Plains All American Pipeline, L.P. 
Plains All American Pipeline, L.P. 
Plains All American Pipeline, L.P. 
Blueknight Energy Partners, L.P. 
Blueknight Energy Partners, L.P. 
Enid city 

Nextera Energy 

EnCap Investments L.P. 

Asset Risk Management 


TOT 


Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 


Summit Midstream Utica 
LLC 


Texas Eastern 
Transmission LP 


Energy Transfer 
Partners, L.P. 


Rice Energy 


MarkWest Utica EMG 


Enable Gas 
Transmission, LLC 


Tall Oak Midstream, LLC 
Diamond Pipeline LLC 
Plains All American 


Pipeline, L.P. 


Plains All American 
Pipeline, L.P. 


Guernsey City of Enid 
Water 


Southern Star Central 
Gas Pipeline, Inc. 


Tall Oak Midstream, LLC 


ARM Midstream 


Ontario (3 Pipeline projects) 


Enbridge Inc. 


Enbridge Inc. 


TransCanada 


TOT 


Enbridge Income Fund 


Enbridge Income Fund 


TransCanada PipeLines 
Limited 


Oregon (3 Pipeline projects) 


Leucadia National Corp. 


Williams Company 


TransCanada 


Oregon LNG Inc 


Pacific Connector Gas 
Pipeline 


TransCanada 


Under 
Construction 


Early 
Development 


Early 
Development 


Advanced 
Development 


Under 
Construction 


Advanced 
Development 


Early 
Development 


Early 
Development 


Advanced 
Development 


Early 
Development 


Early 
Development 


Early 
Development 


Conceptual 


Early 
Development 


Early 
Development 


Under 
Construction 


Early 
Development 


Under 
Construction 


Under 
Construction 


Early 
Development 


Early 
Development 


Early 
Development 


Under 
Construction 


New 


Expansion 


New 


New 


New 


New and 
Expansion 


New 


New 


New 


New 


New 


Conversion 


New 


New 


New 


New 


New 


Upgrade 
New and 
Upgrades 


New 


New 


New 


New 
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Summit Utica Gathering System 


Appalachia to Market Project 


Utopia West 


Rover Laterals 


Rice and Gulfport JV Gathering System 


Ascent Resources Dry Gas Gathering 
System 


Enable SCOOP. to Bennington Hub 
Pipeline 

CNOW System 

Diamond Pipeline, Cushing - to - Memphis 
Duncan - Longview Project 

Red River Cushing to Longview Crude Oil 
Pipeline 


Oklahoma Condensate: Maysville to 
Cushing 


Oklahoma Condensate: Cushing Terminal 
to Glenpool 

Kaw Lake - Enid Water Pipeline 

Sooner Trails Pipeline 


Tall Oak Crude Oil System Phase 1 


Kingfisher Midstream Project 


Eastern Access Project: Lines 5& 9 
Upgrade 
Greater Toronto Area Expansion (GTA) PRP 


Eastern Mainline Project 


Oregon Pipeline 


Pacific Connector 


Carty Lateral Pipeline 


115 


300 


240 


237 


165 


250 


9,157 


125 


75 


440 


226 


400 


110 


50 


60 


248 


20 


100 


1,854 


472 


31 


155 


658 


87 


232 


24 


11/18 


12/29/2015 


TOT 


PA (25 Pipeline projects) 


TransCanada 


Energy Transfer Partners 


UGI Utilities Corporation 


Williams Company 


Buckeye Partners 


EmKey Energy LLC 


Williams Company 


UGI Utilities Corporation 


Williams Company 


Kinder Morgan, Inc. 


Kinder Morgan, Inc. 


Columbia Pipeline Group 


UGI Utilities Corporation 


Crestwood 


Energy Transfer Partners 


Columbia Pipeline Group 


Williams Company 


Philadelphia, City of 


National Fuel Gas 


UGI Utilities Corporation 


Spectra Energy 


Energy Transfer Partners 


EQT Corporation 


EQT Corporation 


Energy Transfer Partners 


TOT 


RI (1 Pipeline Project) 


National Grid 


TOT 


Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 


Iroquois Pipeline 
Operating Company 


Sunoco Logistics 
Partners 


UGI Energy Services 


Williams Gas Pipeline 
Company, LLC 


Buckeye Partners 


Emkey Gathering 


Williams Partners 


UGI Energy Services 


Transcontinental Gas 
Pipeline Company LLC 


Kinder Morgan Energy 
Partners, L.P. 


Tennessee Gas Pipeline 


Columbia Pipeline 
Group 


PennEast Pipeline 
Company, LLC 


Central New York Oil & 
Gas Company 


Sunoco Logistics 
Partners 


Columbia Pipeline 
Group 


Philadelphia Gas Works 


Equitrans 


Sunoco Logistics 
Partners 


Doubtful 


Doubtful 


Advanced 
Development 


Advanced 
Development 


Doubtful 


Early 
Development 


Under 
Construction 


On-going 


Early 
Development 


Early 
Development 


Early 
Development 


Advanced 
Development 


Early 
Development 


Early 
Development 


Early 
Development 


Under 
Construction 


On 


Hold/Postponed 


On-going 
Early 
Development 


Early 
Development 


Conceptual 


Early 
Development 


Early 
Development 


Early 
Development 


Conceptual 


On-going 


New 


New 


New 


New 


New 


New 


New 


Replacement 
New 
New and 


Conversion 


New and 
Expansion 
Replacement 
New 

New 

New 

New 

New 
Replacement 
New 

New and 
Upgrades 


Expansion 


Expansion 


New 


Replacement 


Expansion 


New and 
Upgrades 
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NYMarc Penn Option 


Cumberland Plateau Ethane Pipeline 


Sunbury Pipeline 


Constitution Pipeline 


Union Pipeline Project 

Morrisville to Broome County 

Leidy Southeast Expansion (Skillman and 
Pleasant Run Loops) 

System Upgrade PRP 


Atlantic Sunrise Pipeline 


Utica Marcellus Texas Pipeline UMTP 


Northeast Energy Direct 


Tri - County Bare Steel Replacement PRP 


PennEast Pipeline 


MARC II 


Mariner East 2 Expansion 


Washington County gathering system 


Diamond East Project 


PGW 2014 - 2019 pipeline replacement 


program PRP 


Central Tioga County Extension 


Jessup Pipeline Upgrade 


Greater Philadelphia Expansion Project 
Revolution Pipeline Expansion 

EQT - Range Appalachia NG header, 
Phases 1&2 


Equitrans TP-371 Pipeline Replacement 
Project 


Mariner East 3 


2015 Rhode Island Infrastructure, Safety 
and Reliability (ISR) Plans PRP 


343 


135 


1,050 


34 


124 


275 
75 


30 


63 
193 


220 


430 


32 


110 


31 


350 


20 


50 


126 


20 


22 


25 
100 


32 


21 


350 


3,918 


50 


50 


12/18 


12/29/2015 


Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 


San Luis Potosi (1 Pipeline Project) 


Pemex 


TOT 


TAG Pipelines Sur 


Saskatchewan (2 Pipeline projects) 


Inter Pipeline Ltd 
Pembina Pipeline Corporation 


TOT 


SC (3 Pipeline projects) 


Kinder Morgan, Inc. 
Dominion Resources 
Dominion Resources 


TOT 


TX (66 Pipeline projects) 


Enterprise Products Partners, LLC 
Dallas, City of 

Cheniere Energy, Inc. 

Occidental Petroleum Corporation 
Denbury Resources Inc. 

Energy Transfer Partners 

Spectra Energy 

Nextera Energy 

Enterprise Products Partners, LLC 
TransCanada 

Enterprise Products Partners, LLC 
Magellan Midstream Partners 
Southcross Holdings LP 
Silverado Pipeline LLC 

SunVit Pipelines 


Medallion Midstream, LLC 


Inter Pipeline Ltd 


Pembina Pipeline 
Corporation 


Dominion Carolina Gas 
Transmission, LLC 


Dominion Carolina Gas 
Transmission, LLC 


Dallas, City of 


Cheniere Energy, Inc. 


Occidental Petroleum 
Corporation 


Denbury Resources Inc. 


Energy Transfer 
Partners, L.P. 


Spectra Energy 
Eagle Ford Midstream, 
LP 


Enterprise Products 
Partners, LLC 


TransCanada 


Enterprise Products 
Partners, LLC 


Magellan Midstream 
Partners 


TexStar Midstream 
Logistics, L.P. 


Blueknight Energy 
Partners, L.P. 


Sunoco Pipeline LP 


Medallion Pipeline 
Company 


Under 
Construction 


Partial 
Operations 


Under 
Construction 


Advanced 
Development 


Early 
Development 


Early 
Development 


Partial 
Operations 


Under 
Construction 


Under 
Construction 


Under 
Construction 


Early 
Development 


Under 
Construction 


Doubtful 


Unknown 


Under 
Construction 


Under 
Construction 


Partial 
Operations 


Under 
Construction 


Under 
Construction 


Doubtful 


Under 
Construction 


Partial 
Operations 


New 


Expansion 


New 


New 


New 


New 


Expansion 


New 


New 


New 


New 


Expansion 


New 


Expansion 


Expansion 


New 


New 


New 


New 


Reactivate 


New 


New 
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Los Ramones II Sur (South) 


Mid - Saskatchewan Light System Pipeline 
Expansion 


Saskatchewan Ethane Extraction Plant 
(SEEP) 


Palmetto Project 


Moore to Chappells Pipeline 


Columbia to Eastover Pipeline 


Eagle Ford Joint Venture (JV) Expansion & 
Corpus Christi Terminal 


Dallas Tarrent Integrated water Pipeline 
(IPL) Project 

Corpus Christi LNG Export Facility 
Ingleside Energy Center 

Conroe Field and Pipeline 

Rich Eagle Ford Mainline (REM) Expansion 


Texas Eastern Transmission Renaissance 


Project 


Eagle Ford Midstream Expansion 


Panola Pipeline Expansion 


Houston Lateral Project 


Aegis Ethane Pipeline 


Longhorn pipeline expansion 


Karnes North Pipeline System (Calumet) 


Silver Eagle Pipeline 


SunVit Midland-to-Garden City 


Reagan County Extension 


181 


181 


56 


112 


168 


360 


55 


29 


444 


125 


150 


23 


26 


87 


37 


290 


105 


60 


47 


270 


75 


50 


200 


40 


40 


13/18 


12/29/2015 


Western Refining, Inc 


Energy Transfer Partners 


Enterprise Products Partners, LLC 


Enterprise Products Partners, LLC 


Kaiser-Francis Oil 


SunVit Pipelines 


EnLink Midstream Partners LP 


Blueknight Energy Partners, L.P. 


Southcross Holdings LP 


Canyon Midstream Partners LLC 


Plains All American Pipeline, L.P. 


Boardwalk Pipeline Partners, LP 


Energy Transfer Partners 


York Capital Management Global 


Advisors, LLC 


Energy Transfer Partners 


Navitas Midstream Partners, LLC 


Phillips 66 


Medallion Midstream, LLC 


Third Point LLC 


NuStar Energy L.P. 


Republic Midstream, LLC 


Energy Transfer Partners 


Plains All American Pipeline, L.P. 


Plains All American Pipeline, L.P. 


Plains All American Pipeline, L.P. 


JP Energy Partners LP 


Plains All American Pipeline, L.P. 


Midcoast Energy Partners, L.P. 


Medallion Midstream, LLC 


Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 


Western Refining, Inc. 


Energy Transfer 
Partners, L.P. 


Enterprise Products 
Partners, LLC 


Enterprise Products 
Partners, LLC 


ELS 1, ELS 2, and 
Lavaca Bay Pipeline 


Sunoco Pipeline LP 


EnLink Midstream LLC 


Oiltanking Partners, L.P. 


TexStar Midstream 
Logistics, L.P. 


Canyon Midstream 
Partners LLC 


Plains All American 
Pipeline, L.P. 


Gulf South Pipeline 
Company, LP 


Sunoco Pipeline LP 


NextDecade 


Energy Transfer 
Partners, L.P. 


Navitas Midstream 
Partners, LLC 


Energy Transfer 
Partners, L.P. 


Medallion Pipeline 
Company 


Texas LNG 

NuStar Energy L.P. 
American Midstream 
Partners, LP 

Lone Star NGL 
Plains All American 


Pipeline, L.P. 


Plains All American 
Pipeline, L.P. 


Plains All American 
Pipeline, L.P. 


JP Energy Partners LP 
Plains All American 


Pipeline, L.P. 


Medallion Pipeline 
Company 


Early 
Development 


Doubtful 


Advanced 
Development 


Under 
Construction 


On 


Hold/Postponed 


Advanced 
Development 


Under 
Construction 


Advanced 
Development 


Early 
Development 


Unknown 


Early 
Development 


Advanced 
Development 


Advanced 
Development 


Early 
Development 


Under 
Construction 


Under 
Construction 


Early 
Development 


Under 
Construction 


Early 
Development 


Early 
Development 


Under 
Construction 


Under 
Construction 


Under 
Construction 


Under 
Construction 


Under 
Construction 


Under 
Construction 


Under 
Construction 


Under 
Construction 


Partial 
Operations 


New 

New 
Expansion 
Expansion 
New 

New and 
Expansion 
Expansion 
New 

New 

New and 
Expansion 
New 

New and 
Upgrades 
New 

New 

New 

New 

New 

New 

New 

New 

New 

New and 
Conversion 
New 

New 

New 
Expansion 
New 

New and 


Conversion 


New 
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Bobcat Delaware Basin crude and 


condensate pipeline 


Glasscock County Cryogenic Plant 


ECHO Pipeline & Storage Expansion Phase 


LPG export Terminal Second Expansion 


Lavaca Bay LNG Project 


Permian Longview and Louisiana Extension 


Ajax Plant and Martin County Extension 


Kight Warrior Eaglebine - Woodbine 


TexStar East Texas Pipeline 


James Lake System Phase II 


South Midland Basin to Cactus Pipe feeder 


Coastal Bend Header 


Delaware Basin Crude Gathering Pipeline 


Rio Grande LNG export terminal & Rio 


Bravo pipeline 


Volunteer Pipeline 


La Bahia Gathering System 


Nederland to St. James Crude 


Midkiff Lateral 


Texas LNG Brownsville facility 


Mont Belvieu to Burgos - Reynosa 


Republic Midstream Crude Oil System 


Lone Star Express Pipeline 


Avalon Extension pipeline 


State Line Pipeline 


Blacktip Station Expansion 


Silver Dollar Extension 


Wink to McCamey Loop 


Ghost Chili Lateral pipeline and associated 


facilities 


Santa Rita Lateral 


40 


100 


55 


50 


30 


75 


53 


160 


120 


60 


62 


65 


130 


140 


70 


25 


250 


40 


150 


500 


210 


533 


32 


60 


20 


55 


40 


20 


55 
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12/29/2015 


Phillips 66 

Velocity Midstream Partners, LLC 
Energy Transfer Partners 

Energy Transfer Partners 

Plains All American Pipeline, L.P. 
ONEOK 

Plains All American Pipeline, L.P. 
Enterprise Products Partners, LLC 
Atmos Energy 

Howard Energy Partners 

Kinder Morgan, Inc. 

Canyon Regional Water Authority 
North Fort Bend Water Authority 
Abengoa 

ONEOK 

Charlesbank Capital Partners 
Sempra Energy 

Tarrant Regional Water District 
Quantum Energy Inc. 

Targa Resources Corp 

Vaquero Midstream 


TOT 
UT (4 Pipeline projects) 
Gasco Energy 


Tesoro Corp. 


Questar Corporation 


Central Iron County Water 
Conservancy District 


TOT 


VA (2 Pipeline projects) 


AGL Resources 


Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 


Energy Transfer 
Partners, L.P. 


Velocity Midstream 
Partners, LLC 


Energy Transfer 
Partners, L.P. 


Energy Transfer 
Mexicana, LLC 


Plains All American 
Pipeline, L.P. 


ONEOK 
Plains All American 
Pipeline, L.P. 


Enterprise Products 
Partners, LLC 


Kinder Morgan Gas 
Natural de México 


Abengoa Vista Ridge 
LLC 


ONEOK 


Southcross Energy 


Sempra U.S. Gas & 
Power 


Oryx Midstream 
Services, LLC 


Targa Resources 
Partners 


Vaquero Midstream 


Uinta Express Pipeline 
Company, LLC 


Questar Gas Company 


Virginia Natural Gas 


Under 
Construction 


Unknown 


Advanced 
Development 


Advanced 
Development 


Early 
Development 


Under 
Construction 


Early 
Development 


Early 
Development 


Early 
Development 


Advanced 
Development 


Early 
Development 


Early 
Development 


Early 
Development 


Early 
Development 


Early 
Development 


Partial 
Operations 


Early 
Development 


Under 
Construction 


Under 
Construction 


Early 
Development 


Under 
Construction 


Early 
Development 


On 


Hold/Postponed 


On-going 


Early 
Development 


On-going 


New 


Expansion 


New 


New 


New 


New 


New 


New 


New 


New 


Expansion 


New 


New 


New 


New 


New 


New 


New 


New 


New 


New 


Replacement 


New 


Replacement 
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Bayou Bridge Pipeline Phase 1 


Velocity Eagle Ford System Expansion 


Comanche Trail Pipeline 


Trans Pecos Pipeline 


Caddo Pipeline 


Roadrunner Gas Transmission Phase 1 


Luther pipeline 


Midland-to-Sealy crude oil and condensate 


Atmos Athens to Mesquite Pipeline 


Nueva Era Pipeline 


Mier - Monterrey Pipeline Expansion 


Wells Ranch Phase II; Well Field and 


Transmission Line 


North Fort Bend Second Source 
Transmission Line Project #51022 


Vista Ridge Regional Water Project 


Roadrunner Gas Transmission Phase 2 


Southcross Bonnie View to Corpus 
Propane Pipeline 

Port Arthur LNG Pipeline 

Tarrant - Dallas Regional Integrated 
Pipeline (IPL) 


Oryx Trans Permian oil pipeline system 
(“OTP”) 


Carnero Gas Plant and Takeaway Pipeline 


Vaquero Cryogenic Processing Plant and 
Gathering System 


Gasco Uinta Basin Natural Gas 
Development Project 


Uinta Express Pipeline 


Questar Gas Utah PRP 


Pine Valley to Cedar City Water Pipeline 


Virginia Pipeline Replacement Program 


50 


116 


190 


143 


80 


105 


25 


416 


65 


200 


100 


37 


40 


142 


100 


30 


34 


149 


400 


45 


100 


7,392 


431 


135 


1,000 
50 


1,616 


200 
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12/29/2015 


James River Water Authority 


TOT 


Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 


Veracruz (2 Pipeline projects) 


Pemex 


TransCanada 


TOT 


VT (1 Pipeline Project) 


Gaz Métro Inc. 


TOT 


WA (4 Pipeline projects) 


MDU Resources Group Inc. 


Williams Company 


Yakima County Bureau of 


Reclamation 
KERN Partners 


TOT 


WI (2 Pipeline projects) 


We Energies 


Enbridge Inc. 


TOT 


WV (9 Pipeline projects) 


CONSOL Energy 


Dominion Resources 


EQT Corporation 


GreenHunter Resources, Inc 


EQT Corporation 


Columbia Pipeline Group 


Dominion Resources 


Columbia Pipeline Group 


CONSOL Energy 


TOT 


Pemex 


Vermont Gas Systems 


Cascade Natural Gas 


Northwest Pipeline GP 


Roza Irrigation District 


Williams Partners 


We Energies 


Enbridge Energy 
Partners, L.P. 


CONSOL Energy 


Atlantic Coast Pipeline 
LLC 


EQT Midstream Partners 


Major Pipeline LLC 


Equitrans 


Columbia Pipeline 
Group 


Dominion Transmission 
Inc. 


Columbia Pipeline 
Group 


CONE Midstream 
Partners LP 


Advanced 
Development 


Early 
Development 


Early 
Development 


Under 
Construction 


Unknown 


Early 
Development 


Under 
Construction 


Conceptual 


Under 
Construction 


Early 
Development 


Advanced 
Development 


Early 
Development 


Advanced 
Development 


Advanced 
Development 


Advanced 
Development 


Early 
Development 


Early 
Development 


Early 
Development 


Early 
Development 


New 


New 


New 


Expansion 


New 


New 


New 


New 


New 


New 


New 


New 


New 


New 


New and 


Expansion 


New 


New 


New 


New 
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PRP 


James River to Louisa County Water 
Pipeline 


Transoceanic Oaxaca Pipeline & Terminal 


Tuxpan - Tula Pipeline 


Southern Chittenden - Northern Addison 
Natural Gas Project Phase | 


Hanford Nuclear Reservation Water 
Treatment Plant 

Washington Expansion Project 
Roza Reregulation Reservoir, Pump 
Station, & Pipe System 


Island Gas Connector Project 


West Central Lateral 


Line 61 Twinning 


Barbour - Upshur 


Atlantic Coast Pipeline 


Mountain Valley Pipeline 


GreenHunter Pipeline 


Ohio Valley Connector 


Mountaineer XPress 


Supply Header Project 


WB Xpress 


Cone Midstream Tygart Valley pipeline 


25 


225 


186 


155 


341 


41 


41 


30 


141 


49 


80 
300 


80 


454 


534 


37 


554 


300 


34 


37 


165 


39 


30 


37 


1,233 


16/18 


12/29/2015 Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 
WY (10 Pipeline projects) 


MDU Resources Group Inc. Williston Basin Interstate Doubtful Expansion Grasslands Pipeline Expansion 250 
Pipeline Company 





Denbury Resources Inc. Early New Riley Ridge Pipeline 187 
Development 
Suncor Energy Suncor Energy Pipeline Under New Rocky Mountain Project 204 
Company Construction 
Meritage Midstream Thunder Creek NGL Partial New Thunder Creek Pipeline 225 
Pipeline, LLC Operations 
ONEOK ONEOK On New Bronco Plant 65 
Hold/Postponed 
Spectra Energy Conceptual New Guernsey to Patoka Crude Pipeline 900 
Kaiser-Frontier Kaiser-Frontier Under New Silo Pipeline Project 31 
Midstream, LLC Construction 
Genesis Energy, LP Powder River Crude Under New Genesis Powder River Basin Crude Pipeline 135 
Services, LLC Construction 
Gillette, City of Gillette Water Division Under New Gillette Madison Pipeline Project 52 
Construction 
Spectra Energy Conceptual New Spectra Express - Platte Twinning 932 
TOT 2,981 
TOT 81,005 
TOTALS 
End Point 1 State Number of Length 
Pipeline projects (New 
Miles) 
AK 6 2,394 
AL 6 1,462 
Alberta 43 13,156 
AR 1 38 
AZ 3 681 
British Columbia 18 3,877 
CA 7 2,937 
Chihuahua 4 1,047 
co 16 4,029 
CT 1 32 
FL 1 126 
GA 2 856 
IL 10 4,242 
IN 3 1,184 
KS 1 48 
KY 6 1,031 
LA 12 789 
MA 2 1,377 
MD 1 21 
ME 3 323 
Mexico 3 767 
MI 1 35 
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MN 


MO 

MS 

MT 

NC 

ND 

NH 

NJ 

NM 

Nova Scotia 
Nuevo Leon 
NV 

NY 

OH 

OK 

Ontario 
Oregon 

PA 

RI 

San Luis Potosi 
Saskatchewan 
SC 

TX 

UT 

VA 
Veracruz 
VT 

WA 

WI 

WV 

WY 


Totals (53 groups) 


21 
11 


Pipeline and Processing Fac... - Pipeline projects with Length Greater than 20 Miles 
61 


761 
78 
495 
26 
3,624 
147 
825 
1,645 
35 
435 
448 
538 
9,157 
1,854 
658 
343 
3,918 
50 
181 
168 
444 
7,392 
1,616 
225 
341 
41 
300 
534 
1,233 
2,981 


81,005 
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